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Mr. Edward W. Proctor 

Assistant Deputy Director for Intelligence 

Mr. Proctor was born in Providence, Rhode Island, 

30 December 1920. He received his AB from Brown University 
in 1942 and. his A. M. in Economics from Brown University in 
1947. In 1951 he gained his PhD. in Economics at Harvard 
University. He was oh. active duty with the U. S. Army 
from 1942 to 1945 and in 1945 he returned to the academic 
world, teaching at Brown University, Harvard, University, 
and the Pennsylvania State College. He joined CIA 

He was appointed Assistant Deputy Director for Intelligence 
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in March 1966. \ 
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